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BILL NO. S-91-01- Y / 


NO 


SPECIAL ORDINANCE NO. S- of / 


AN ORDINANCE approving the awarding of 
Reference #984 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and HARMON 
MAINTENANCE SERVICE for the City 
Utilities Garage. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #984 between the City of 
Fort Wayne, by and through its Department of Purchasing and 
HARMON MAINTENANCE SERVICE for the City Utilities Garage, 
respectfully for: 
the purchase and installation of a new 
truck hoist for the City Utilities 
Garage; 
involving a total cost of Twenty-Three Thousand One Hundred 
Twenty-Three and 40/100 Dollars ($23,123.40), all as more 
particularly set forth in said Reference #984 which is on 
file in the Office of the Department of Purchasing, and is 
by reference incorporated herein, made a part hereof, and is 
hereby in all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 


necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


Sv 


J. Timoth Caulay, y Attorney 
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MAINTENANCE 
SERVICE 
CITY UTILITIES GARAGE REF: NEW TRUCK HOIST 
% DON HECK CITY UTILITIES GARAGE 
1705 S. LAFAYETTE 1=10=91 
FT.WAYNE, IN. 46803 
SIR: 


WE PROFOSE TO FURNISH THE EQUIPMENT, LABOR, & MATERIALS TO: 
REMOVE EXISTING WEAVER EC106-ELECTRIC HYDRAULIC TRUCK HOIST, 
CONTROLS,FIT,& 800 SQ.FT. OF REINFORCED CONCRETE FLOOR TO 
PERMIT THE INSTALLATION OF A NEW GLOBE MP-S1OEDR 54, 000# ELECTRIC 
HYDRAULIC TRUCK HOIST WITH TWO REAR FISTONS # A CAPACITY OF 36, 000# 
AND ONE FRONT MOVABLE FOST PISTON WITH A CAPACITY OF 18, 000#. WE 
SHALL INSTALL A NEW PIT EQUAL TO OR BETTER THAN THE FRESENT MOVABLE 
FOST PIT AND REPLACE THE 800 SQ.FT. OF CONCRETE WITH 4000# TEST 
CONCRETE WITH 3/8" REINFORCING RODS 12" ON CENTER. 

THE GLOBE MP-S310EDR HOIST WILL HAVE AUTOMATIC AIR LOCKS ON THE 
FRONT & REAR PISTON SAFETY LEGS. ALL PIPING AND FLOOR CONTROLS WILL 
BE REPLACED WITH NEW PIPE AND THE FRONT AND REAR PISTON CASINGS WILL 
EE FIBERGLASS FOR A FACTORY 10 YEAR WARRANTY. 4 

WE WILL REPLACE THE EXISTING OIL RESERVE TANK WITH A 170 GALLON 
CAFACITY ( AT-170 ) TANK AND USE THE EXISTING HYDRAULIC OIL PUMP AND 
MOTOR. 

CITY UTILITIES WILL FURNISH THE NECESSARY HYDRAULIC OIL FOR 
THIS UNIT. 

THIS INSTALLATION WILL BE COMPLETE AND IN OPERATION FOR THE SUM 
TOTAL OF $ 23, 123.40 ( TWENTY THREE THOUSAND ONE HUNDRED TWENTY THREE 
DOLLARS AND FORTY CENTS. ). 

WE WOULD EXFECT THIS HOIST WILL BE OUT OF SERVICE FOR AN 
ESTIMATED 30 DAYS. 


THANK YOU 


A Mi 
A Y 
ARMO MAINTENANCE SERVICE 
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County Building». 
“Fort Wayne, Indiana, on “hes athe , day 
of 19 has o'clock PM a Gi Bie Sed 
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í SANDRA E. KENNEDY, CITY CLERX 
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SANDRA E. KENNEDY, CITY 


Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (AN 


PF (GENE ) 
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ATTEST oS ears 


SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER 






Presented by me to-the Mayor of the City of Fort Wayne, Indiana, on 


-the LBL day of: FA 
at the hour of ZE o'clock 








i SANDRA E. KENNEDY .CITY CLERI 
Approved and signed by me this IEK day pof 

19 \ rat the hour of Ris y 
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PAUL HELMKE, MAYOR 





DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. 984 . for the purchase 
and installation of a heavy duty truck lift 


for the City Utilities Garage. The cost reflects 
the most responsive vendor. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: This is used to work on 
heavy equipment to make necessary repairs. 


IF REPLACEMENT, WHAT NECESSITATES: 
Old lift is a safety hazard. eae of 
EFFECT OF NON-PASSAGE: The old one will have 
to be shut down, due to safety hazard, heavy 
duty equipment will not be repaired. 
PRIOR APPROVAL REQUESTED: 
MONIES INVOLVED: Harmon Maint $23,123.40 
PRICE AGREEMENT: 
PURCHASE ORDER: Yes 
CU Garage 702-803-G101-4444 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 





BILL NO. Ses 


REPORT OF THE COMMITTEE ON CITY UTILITIES 





PAUL M. BURNS, CHAIRMAN 


CHARLES B. REDD, VICE CHAIRMAN 
EDMONDS, LONG, SCHMIDT 








WE, YOUR COMMITTEE ON City Utilities TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESSKERESH) approving the awarding 
-of Reference #984 by the City of Fort Wayne, Indiana, by and _ 
r TR i ICE 




















HAVE HAD SAID (ORDINANCE) (RESGEUXZGN) UNDER CONSIDERATION 
. AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) SORUEXONY. 

h X 


DO NOT PASS ABSTAIN NO REC 
oe 
pe nn 
CQ iiny 





DATED: -A-I . 


Sandra E. Kennedy 
City Clerk 


